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7X ENLARGEMENT 


NATIONAL PHOTOGRAPHIC INTERPRETATION CENTER 


EARLY WARNING RADAR SITE 


TAM DAO, NORTH VIETNAM 
21-27N 105-39E 


SCR-270 RADAR 
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